
09361500 

* 

I • 1 1 1 «i i • • 


69363500 


09371010 


-aztec domestic water system 
(S) intake #2 

north star water users association 
animas river intake / ' 

(g) aztec domestic water system 
/ intake #1 

aztec domestic water system 
A ' animas river pump 


farrhington water system 
animas river pump station # 2 


09368000 


lower valley water users association 
westland park intake 


09365000 


Drinking Water Intakes along 
Animas/San Juan River 


EPA 


United States 
Environmental Protection 
Agency 


Dallas, Texas 
August 6, 2015 


Miles 


4004290 


ED 000552D 00003324-00001 




